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1« The attached chart gives the total planned production for 1%1 
Lokoiaotiv-Slektrotechnische Terke, Hennirsdorf * 


of the 7iB 


On the original document tho production to s given both in gross { Bruit a} 
production and consumer (•Aaron) production. In all but one case these two 
columns were exactly the same* Tho one exception was electric power manu- 
factured from hard coal where the gross production was five million JTj/h 
and the 'value 175^000 HI. The consumer production was 1*2 million tSAi 
and the value 1$ 9 QOo The difference ^ 3*2 million ICd/b* was fo r * p la nt 

consumption* 










